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XXIV* Venus ohferved upon the Sun at Ox- 
ford, June 3, 1769 : By Samuel Horfley, 
LL.B. Re&or of St. Mary, Newington, 
in Surrey, F.R.S. 



Read June x 5» TV >T Y regulator was moved to the 
1769- JL V X place of obfervation on Wednefday 
evening, and fet a going on Thurfday ; and, between 
that time and nine o'clock on Sunday morning, 
many comparifons were made of it with Mr. Hornf- 
by's obfervatory clock, by which its rate of going and 
difference from Mr. Hornfby's clock, at the time of 
obfervation, were pretty well determined. At ic/ 
before feven, by my regulator, I began to obferve and 
to count the feconds, and about 3' and 3 or.4" after 
feven, I defcried a very fmali black notch on that part 
of the Suns limb where I expected the Planet; but it 
was then fo fmall, that I was in doubt whether it 
was any thing more than an appearance occasioned 
by the horizontal vapours, which were more copious 
than I could have wifhed, and made the Sun's edge, 
as ufual, appear ragged in many parts. But by 5' 
after feven, this notch was grown fo large, that no 
doubt remained with me that it was the Planet. 

This was my obfervation of the external contadt, 
which I write, however, chiefly by recolledlion $ for, 
having had no experience of this obfervation before, 
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not having obferved the tranfit of 176 1, I had con- 
ceived a prejudice that it would not be poffible to 
obferve the external contact with any accuracy, and 
therefore I negledted to make any other minute of 
what I law of it, but that 1 was certain that the Pla- 
net was upon the Sun by $' after feven, by my regu- 
lator. Mr. Cyril Jackfon, a ftudent of Chrift Church, 
who obferved in the fame room with me, told me, 
when all was over, that he thought he had notice of 
the Planet's approach, by a more vehement undulation 
in that part of the Sun ? s limb where the Planet en- 
tered than in any other, which he perceived a very 
fhort time before he law the Planet. I confefs that 
I was not fenfible of this circumftance. I obferved 
with an 18 inch refledtor ; Mr. Jackfon ufed a re- 
fractor of Mr. Dollond's of nine feet. The wind 
was high, and very troublefome to both of us, by the 
motion it gave to our inftruments. 

When the Planet had been lb long upon the Sun's 
limb, and fo large a part of its circle was plainly en- 
tered, that I thought the internal contact was near at 
hand, T was much aftonifhed to find the fhape of 
the black fpot fuddenly altered from a large fegment 
of a circle, to what 1 have attempted to exprefs very 
rudely by a (ketch, fee Tab. VII. Fig. 1. where 
the lower part, which (till feemed the fegment of a * 
circle, is conne&ed with the Sun's limb, by a kind of 
ligament of darknefs terminated on each fide by right 
lines. The ligament detached itfelf from the Sun's 
limb; and the light, as I thought, was vifible, all 
round the Planet, at 7 h 2i / 52", by my regulator, 
and not earlier to my eye. And this I let down as 
the internal contact. The moment that I perceived 

the 



t lS 5 1 

the ligament detached from the Sim's limb> I turned 
my eye to the clock, to catch the minute, and to be 
fatisfied that I was right in my counting of the fe- 
conds. And when I returned my eye to my telef- 
cope, which was before or not later than the 55th 
fecond, I found that the thread of light between the 
limb of Venus and the limb of th€ Sun had fenfibie 
breadth, and the fhape of the Planet was perfe&ly 
circular. Mr* Jackfon reckoned the internal contact 
at 7 h 21' 51", by our regulator. He judged of it as 
I did, by the detachment of the ligament, which he 
faw, as well as I, from the Sun's limb. My regulator* 
when it was firft fet a*going, feemed to gain on 
Mr. Horniby's obfervatory clock for fome hours 
(the pendulum, perhaps, not being come to its na* 
tural fwing)> But on Friday evening, about a 
quarter after eight, it was too flow for Mr* Horniby's 
clock 13". On Saturday, half an hour after noon, 
it was i8 /7 ,9 too flow. And Saturday evening, at 
9 1 * 30', ' it was 27" too flow 5 and on Sunday morn* 
ing, about nine o'clock, it was 32" or 33" too 
flow. So that at the time of the internal contact it 
was 25" § or 26" too flow for Mr. Hornflby's ob- 
fervatory clock. 

I was much furprized, upon comparing notes with 
Mr. Horn(by, to find that he had judged the internal 
contact 14" 1 or 15" earlier than I did. 

The foregoing narrative of what I faw> I have 
drawn up June oth, having not converfed with any 
other obfervers, except Mr. Hornfby and Mr. Jack- 
fon, and Mr. Mafkelyne, whom I met in the ftreet 
this day, and talked with him very curforily. And 
that my account may be purely of what I faw, as it 
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ftruck me at the time, before my own ideas were 
blended with thofe of other people, and altered (as 
may fometimes be the cafe by communication) from 
what they originally were in my own mind, I (hall 
prefent this hafty memoir as I have drawn it up, 
without any corre&ion or alteration. 

1*69/ Samuel Horfley. 



N. B. The figure that I have given does not (I 
believe) exprefs accurately the proportion of the liga- 
ment to the circular fegment of Venus's difk. I think 
that the right lines, which terminated the ligament, 
die not go off from the limb of Venus in angles quite 
fo (harp as my figure exhibits. Nor do I think their 
convergence was fo great as I have drawn it. 

June io, '1569. 



June 13, 1769. Since I wrote the above, I have 
received from Mr. Hornfby a minute of the differ- 
ence of his clock from mean time, at the time of 
obfervation, which I forgot to bring away with me 
from Oxford, and therefore could only ftate my ob- 
fervation before in the times of my own regulator 
and Mr. Hornfby *s clock. I now fubjoin my obfer- 
vations reduced to mean time at Oxford, reckoning 
Mr. Hornfby 's clock too faft for mean time by 5" I 
at the hour of obfervation. 

External 
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External contad ■ ■ 7 3 23 £ 

Detachment of the ligament 7 22 124 

I have likewife obtained from my brother, Mr. 
John Horfley, a minute of his obfervation made at 
Greenwich with an excellent refradfcor of Mr. Dol- 
lond's, which magnified, however, only 50 times. 
My brother aflures me, that he did not fee the liga- 
ment which I have defcribed, though it was feen by 
Mr. Mafkelyne and by others, at Greenwich. He 
has fet down, however, two different dates of the to- 
tal ingrefs. One, which he calls clofe contact with- 
out any light, appearing between the lim bs of Venus and 
the Sun, at y h 28' 15", apparent time at Greenwich. 
Another, which he marks thus, cc a thread of light, 
<c fine as you can imagine, appearing between/' at 
7 h 29' 28". Here is an interval of 73" between the 
clofe contadt and the appearance of light. The time 
of the appearance of the light being reduced to mean 
time, and to the meridian of Oxford (reckoning the 
meridian of Oxford 5' 4" weft of Greenwich, as it 
is ftated in Mr. Mafkelyne's Tables), was y h 22' 9", 
which is only 3" earlier than my obfervation of the 
detachment of the ligament. Now from hence I 
conclude, that the magnifying power of the telcfcope, 
which my brother ufed, was too fmall to Jhew him the 
jhape of the ligament, yet the ligament had its effedt 
with refpedl to obftru&ing the Suns light, which he 
perceived about the fame time as others, who ufed 
glaffes of greater force y which feems to be a ftrong 
confirmation of the reality of what we faw : or that 
there a&ually was a part of the Sun's difk, which 
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remained obfcure (from what caufe I do not at pre- 
sent enquire) for feveral feconds after the limbs of the 
Planet and the Sun were feparated. I think this 
worthy of remark, becaufe I hear that the appearance 
of the ligament, which 1 have defcribed, has been im- 
puted by fome to an inaccurate adjuftment of the 
glaffes to the obferver's eye. 

S. Horfley. 



In the foregoing Paper, I have given feveral compa- 
rifons of my clock \vith Mr. Hornfby's. Its differ- 
ence from Mr, Hornfby's, by a mean of all the com- 
parifons, will be found 25"!., at the time of obferva- 
tion. But I rely chiefly on the comparifons of Satur- 
day night and Sunday morning, which make the 
difference 26". 



XXV. Obfer- 
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